ETag: "e1685b96dbdf87d4e8d73d6ceb679481"
accept-encoding: identity
authorization: LOW BqkdJkc8PJ1YqV61:REDACTED_BY_IA_S3
connection: close
content-length: 9802
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-case-name: Chesapeake Exploration, L.L.C. et al v. Catlett Quality Plumbing & Heating, Inc. et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ohnd
x-archive-meta-date-case-filed: 2012-01-25
x-archive-meta-date-case-terminated: 2012-11-21
x-archive-meta-date-last-filing: 2012-12-20
x-archive-meta-docket-num: 5:12-cv-00188
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 184758
x-archive-queue-derive: 0
x-upload-date: 2013-07-16T13:29:57.000Z
